THE CLEVELAND MUSEUM OF ART I 
SIXTEENTH ANNUAL EXHIBITION of work by Cleveland Artists and Craftsmen 

April 25 to June 3, 1934 


The Entrant agrees to maintain the price designated below for six months after closing date of exhibition. 


Artist . U^tLr \ 

Telephone No.d^£aL_v3A<o _ Address * S' 38 vDo-Vo n-y-xt-cvA V)j-i»jo^ 


(. Please print plainly ) 


DO NOT WRITE IN 
THESE COLUMNS 


CLASS 


TITLE (PRINT PLAINLY) 


PRICE 


to l 




DeTfUL 


. M 


NlKOLAi SoKoloFF 




^>5T 


^>Y KftLlSH 




& 






"BST3V 


34- V 







Dl fits ft 

T ACk l-AMQ- 


J 


LIST OIL PAINTINGS FOR JUNE SHOW BELOW— THESE CANNOT BE ENTERED IN MAY SHOW 


IMPORTANT 

Fasten tag with name and title to each object entered for Cleveland Artists Exhibition. If entering a painting for June 
Exhibition fill out and attach red tag. 

LIST OF CLASSES ON BAQf< 



